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On oron 


“ STATINTA ORDER: YOUR ORDER: 
T “7 i ~y 
MID-CITY STATION i hasta 
WASHINGTON, D. C. DPI - 2864-0 F 
S COPY / OF 2 
L | be I 
TERMS: NET 10 DAYS F.O.B. CL] CAMBRIDGE, MASS. F.O.B. CT] DESTINATION 


5168-10 x 


CARRIER'S RECEIPT NUMBER 


SCHEDULED SHIPPING DATE — | SALESMAN 


ATE ORDER RECEIVED 


SHIPPING INSTRUCTIONS 
DATE SHIPPED /INVOICE DATE 


RAIL. PARCEL P ID -ECT 
exp. L] TRUCK [| POST [] PREPAID [-] COLLECT] April 22, 1959 
a sescniFrien [ener ence em 


ADJUSTMENT TO MARCH INVOICE 


STATINTL 


Mileage: 1 day at($1.25) 


$72.44 


Total amount submitted for reimbursement 


I hereby certify that the above bill ig correct 
a ust} that payment therefor has not been received. 


BALTRDtATOMIC, INC. 
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